CROSS  OF  CHRIST,  JUMONVILLE  METHODIST 
TRAINING  CENTER,  65  feet  high  was  erected 
in  1950  on  DUNBAR'S  KNOB,  2480  feet  above 
sea  level.  It  overlooks  the  city  of  Uniontown 
and  is  visible  for  40  miles. 
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